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- Assistance was given to project SPOTLESS. NO, NO 2 and CO in 
MS and in SS of 16 prototype cigarettes are presently being 
analyzed. Results are not yet complete, they will be given 
in the next monthly report. 


- The new Thermo Electron Model 10 Chemiluminescent NO/NO x 
Analyzer was received and installed and is now operational. 
Familiarization with the new instrument is in progress. 


- As a service for project SPONGECAKE (filter technology), a 
special report covering all filter additives (adsorbents) 
tested so far is being; written; (1). 
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(1) Verbal request of B. Krasna to P. Ghiste. 
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